ALLEN&HEATH 



WARNING - HIGH VOLTAGES 



Power Supply Unit (PSU) work should only 
be carried out by qualified personnel. 

We recommend that you use an approved Allen & Heath 
service centre for all power supply work. 

Please contact your local Allen & Heath distributor for more details. 

http://www.allen-heath.com/ 
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240 V.AC 2J5 - 245 V.AC 1 AT 20x5 mm U.K. 

220 V.AC 210 - 230 V.AC 1 AT 20x5 nnn Europe/ire land 

110 V.AC 105 - 120 V.AC 3 AT l£x£" America 

100 V.AC 96 - 106 V.AC 3 AT l*x£" Japan 





A.C. input fuse D.C. output 

IIOv S40v 





